• VOIGT Ecclesiastical Illuminated Ware is ideal 
as a sift to the church or as a memorial to a loved 
one. 

Special 

Number Net Price 

Pulpit and Lectern Lamps. Heavycast 
base. Solid Brass. Plated Bronze finish. 

Adjustable reflector. Six feet of wire, 
plug and individual control switch. 

Socket for T-10. 25 watt medium base 
lamp. Made for flat or slope top. Sloping 
top furnished unless orders specify flat. 


6168 ) including wood screws for permanent $13.50 

6169 J fastening $ 15.50 

6170 portable type with weighted base $12.50 

Electric Candelabra. Solid Brass, 
weighted Cast Base. Polished Lacquered 
finish. Six feet of wire, plug and indi¬ 
vidual control switch. Candle sockets for 
F-10.15 watt candelabra base lamp bulbs. 

7873 5 lights $40.00 

7873 B 3 lights $32.50 


0923 G Illuminated Cross. Steel. Lacquered $25.00 
Antique Gold finish. White Alabaster 
glass panels Wired with sockets for 2 T-8, 

40 watt, and 2T-10,25 watt medium base 
lamp bulbs. Standard length 6 feet over¬ 
all includes chain, wire and ceiling can¬ 
opy for connecting to electric outlet box. 

ALL PRICES WIRED COMPLETE, READY TO INSTALL, LESS LAMP BULBS, 
F.O.B. PHILADELPHIA. 

e la)e can help you improve your Church Lighting. 

*Write us for suggestions! 

VOIGT COMPANY • Church Lighting Equipment 

1745 N. 12th Street — — Philadelphia, Pa. 
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